| NEW MUSIC CONCERTS 
80'S 


HEINZ HOLLIGER 


SATORDAY, NOVEMBER 8, 1980 
at 6:30 pm 
WALTER HALL 
EDWARD JOHNSON BLDG. 
GNIVERSITY OF TORONTO 


HEINZ HOLLINGER 
PERFORMER/COMPOSER 


Internationally acclaimed musician known for his virtuosity and 
experimental compositions — performs with some of Canada’s most 
outstanding musicians: 


ROBERT AITKEN — flute 
JAMES CAMPBELL — clarinet 
RIVKA GOLANI — ERDESZ — viola 
ERICA GOODMAN — harp 
FOJIKO IMAJISHI — violin 
PETER SCHENKMAN — ’cello 
and 
ELMER ISELER SINGERS — present the WORLD 
PREMIERE of HEINZ HOLLIGER’S DIE 
JAHRESZEIDEN, for mixed choir. 








TICKETS AND INFORMATION MAY BE OBTAINED AT: 
151 Bloor Street West 
Suite 455 
Toronto, Ontario 
(416) 923-2684 


